AMENDMENT NO. 1 JUNE 2015 
TO 
IS 14841 (PART 3/SECTION 3) : 2000/IEC 60264-3-3 (1990) 
PACKAGING OF WINDING WIRES 


PART 3 TAPER BARRELLED DELIVERY SPOOLS 


SECTION 3 NON-RETURNABLE SPOOLS MADE FROM 
THERMOPLASTIC MATERIAL 


(This amendment is based on Amendment No. 1 published by IEC in the 
year 2003) 


(Cover page 2, National Foreword, para 2) — Substitute the following for 
the existing: 


‘This part of IEC 60264 is one of a series that deals with insulted wires used for 
winding in electrical equipment. The series comprises three groups: 


1) Winding wires — Test methods (IEC 60851) 
2) Specifications for particular types of winding wires (IEC 60317) 
3) Packaging of Winding Wires (IEC 60264)’ 


(Page 1, clause 2) — Substitute ‘IEC 60264-4-1 : 1997’ for 
‘IEC 264-4-1 : 1989’. 


(Page 1, clause 4) — Substitute ‘IEC 60264-3-3/IEC 250/400’ for 
‘264-3-3/IEC 250/400’. 


[Page 2, clause 5.2 (a)] — Substitute ‘IEC60264-3-3/IEC 250/400’ for 
°264-3-3/IEC 250/400’. 


(Page 2, clause 5.2, para 3, penultimate line) — Substitute ‘mass’ for 
‘weight’. 


(Page 3, clause 5.6, para 1) — Substitute (60 + 3) °C for ‘50 + 3 °C’. 


(Page 3, Table 2, col 3) — Substitute ‘Energy N-m’ for ‘Energy N.m’. 
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